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Product Weight: 11.5 lbs. 

DVR 

• Four channel recording 

• MPEG-4 Technology 

• Records at 7.5 FPS 

• Embedded high-speed 
microprocessor 

• RTOS (reliable and stable foundation) 

• One Channel of Audio 

• 80 GB Hard Drive HDD (Upgradable) 

• Multi-channel recording 

• Internet access through WEB 
browser: 

• Remote Site Viewing 

• No Additional Software Needed 

• 24-Hour Surveilance 

• Easily Installed to Internet 

• Recorded Images Easily Viewed 

• User-friendly Controls 
(Playback, Rewind, Fast Forward) 


Four Channel DVR 
With Built-in 5.6" LCD 
High Res Color Monitor 

MPEG-4 Technology 
Internet Accessibility 
One Channel of Audio 
7.5 Frames Per Second 
Comes with 80 GB Hard Drive 
(Two Hard Drive Inputs) 
Built-in Color Quad Monitor 
NTSC - 525 Lines 

Monitor 

• 5.6" High Resolution 
Color LCD Monitor 

• Built-in Color Quad 

• On Screen Display (Date - Time) 

• Real-Time/Playback 

• Real-time Resolution: 704 X 480 

• Playback Resolution: 352 X 240 

• Video Std.: NTSC - 525 Lines 
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DVR IP Software Interface 


Front Panel 
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Power 

Function/Record 
Esc/Enter 

Up, Down, Right, Left 

Play Last Selection * 
Slow Play ' 
Play/Pause RS232 
Fast Forward 25 PIN 

Play Next Selection 


Back View 



Power 


Alarm 


4 Video Inputs 
2 Video Output 
Audio Input/Outpu 


